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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 07423 050741Z 
21 

ACTION AID-20 

INFO OCT-01 NEA-09 ISO-OO DEAE-00 TRSE-00 SNM-02 OC-06 

CCO-OO DRC-01 RSC-01 /040W 

031056 

R 050645Z SEP 74 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 8020 

UNCLAS TEHRAN 7423 

E.O. 11652: N/A 
TAGS: EAID, SGEN, IR 

SUBJECT: PUBLIC SAFETY TRAINING, IPA: POLICE MANAGEMENT WITH 
NARCOTICS ORIENTATION NO. 8 

REF: STATE 153668 AND AIDTO CA 466 

1. EMBASSY REGRETS DELAYED REPLY TO REF COMMUNICATIONS, BUT 
CA 466 DID NOT ARRIVE UNTIL WELL AFTER REFTEL, DELAYING SUB- 
MISSION TO NATIONAL POLICE. ALSO, NATIONAL POLICE OFFICIALS 
HAVE HAD LITTLE TIME FOR ANYTHING BUT PREPARATIONS FOR THE 
ASIAN GAMES IN RECENT WEEKS. 

2. NEVERTHELESS, NATIONAL POLICE WANT TO USE TWO SPACES 
ALLOCATED TO IRAN IN IPA COURSE NO. 8 AND ARE NOW IN PROCESS 
OF SELECTING QUALIFIED OFFICERS. EMBASSY EXPECTS TO HAVE BIO 
DATA NEXT WEEK AND WILL SUBMIT BY TELEGRAM. 

HELMS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PERSONNEL TRAINING, POLICE FORCES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TEHRAN07423 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740246-0043 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740971 /aaaachxz.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 153668 AND AIDTO CA 466 
Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 MAY 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 MAY 2002 by maustmo; APPROVED <28 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PUBLIC SAFETY TRAINING, IPA: POLICE MANAGEMENT WITH NARCOTICS ORIENTATION NO. 8 
TAGS: EAID, SGEN, IR 
To: STATE 
Type: TE 
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